Ora  E.  Loomis  (1881-1954),  161  Lincoln  Avenue, 
shown  here  wearing  her  wedding  dress,  which  she  made 
for  her  marriage  to  William  Anderson  Russell  on  April 
10,  1907.  She  graduated  in  1902  from  the  Carbondale 
Hospital  Training  School  for  Nurses  and  served  as  a 
registered  nurse  in  Carbondale  from  1902  to  1907.  She 
was  an  active  member  of  the  Ladies’  Board  of  the 
Carbondale  General  Hospital  and  served  that  board  as 
vice  president  and  secretary.  She  was  an  active  member 
of  the  Berean  Baptist  Church. 
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